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ACTION COME-00 

INFO OCT-01 EUR-12 ISO-00 EB-07 /020W 

029889 
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INFO USMISSION NATO BRUSSELS 
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E.O. 11652: N/A 
TAGS: BEXP, UK 

SUBJECT: NATO INFRASTRUCTURE PROJECT: ICB NOTICE: 
ELECTRICAL INSTALLATION, DISTRIBUTION & AIR FIFED LIGHT- 
ING; MECHANICAL VENTILATION, ELECTRIC WINCHES & ELECTRIC 
DOOR DRIVE GEAR AT RAF STATION IN U.K. 

1. EMBASSY HAS RECEIVED ICB NOTICE PERTAINING TO ABOVE 
PROJECT AT RAF GREENHAM COMMON, BERKSHIRE, ENGLAND. 

2. SUB-CONTRACTS WILL BE NOMINATED TO MAIN CONTRACTOR 
FOR CONSTRUCTION OF 7 AIRCRAFT SHELTERS FOR:- 

(A) ELECTRICAL INSTALLATION, ALTERATIONS AND ADDI- 
TIONS TO ELECTRICAL DISTRIBUTION AND AVIATION GROUND 
LIGHTING EOR AIRCRAET SHELTERS, AT TOTAL ORDER OF 
COST OF 58,000 POUNDS. 

(B) FLAMEPROOF MECHANICAL EXTRACT VENTILATION PLANT 
FOR EACH SHELTER COMPRISING TWO FAN AND DUCT SYSTEMS 
RATED AT 5400 M3/HR AT TOTAL ORDER OF COST OF 17,000 
POUNDS. 

(C) ELECTRIC WINCHES FOR TOWING IN AIRCRAFT FOR EACH 
SHELTER, AT TOTAL ORDER OF COST OF 35,000 POUNDS. 

(D) ELECTRIC DOOR-DRIVE GEAR FOR OPENING AND CLOSING 
THE 85 TONNE DOOR LEAVES OF BI-PARTING DOORS OF EACH 
SHELTER, AT TOTAL ORDER OF COST OF 55,000 POUNDS. 

3. IT IS INTENDED TO INVITE TENDERS FOR NOMINATED SUB- 
CONTRACTS DURING FIRST QUARTER OF 1977 WITH WORK START 
DURING THIRD QUARTER OF 1977 FOR COMPLETION WITHIN 15 
MONTHS. FIRMS WISHING TO BE INVITED TO TENDER FOR THESE 
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WORKS SHALL STATE WHICH SUB-CONTRACT IS OF INTEREST. 
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4. THERE IS POSSIBILITY THAT EIRMS EXPRESSING INTEREST 
IN THIS PROJECT WILL, IN ADDITION TO DECLARATION OE 
ELIGIBILITY GIVEN BY EMBASSY, BE ASKED TO COMPLETE A 
QUESTIONNAIRE ON THEIR FINANCIAL AND TECHNICAL ABILITY 
TO CARRY OUT WORK. CORRESPONDENCE ON THIS QUESTIONNAIRE 
WILL BE PASSED VIA EMBASSY. 

5. ANY ADDITIONAL INEORMATION REQUIRED MAY BE OBTAINED 
EROM: MR. L.F. DANIELS, PROPERTY SERVICES AGENCY/DOE, 

88 BLENHEIM CRESCENT, RUISLIP, MIDDLESEX HA4 7EG, PHONE: 
RUISLIP 33381, EXT. 1 14. FIRMS ELIGIBLE AND WISHING TO 
BE INVITED TO TENDER SHOULD REPLY (QUOTING THIS CABLE 
NUMBER) WITHIN ONE MONTH TO OFEICE OE COMMERCIAL AEFAIRS 
AT THIS EMBASSY. 
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